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Chief, Advisory Couned] NOV 6 1947 
Aoting Executive Director 
Tentative Table of Organization for 

Mivisery Council 


Ll. The attached tentative teble of organization is 
approved for the Advisory Council. 


2, Persommel ceilings ere established as follows: 


Qaurter ewling 31 December 1947. . 
Quarter enling z rab 1948 : F 25X9 
Quarter omling 30 198. A — 
Reerut. te £411 positions not yet esteblishe? 
with os civil Commi oaion shentd be eloesly coor 


dim: Classifiertion Bivision, Persennel Brench 
cinated with tetice at grede levels which way not be ap- 
patter by the Commi seion. 


FOR THE DIRECTOR GF CENTRAL INTELLIGENGEs 


Acting 
Attachnent~1 


Personnel Branch, AA (2) 
oF puiget & Finance 2r., 2 wy 
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ore 
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